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PAGE 01 IAEA V 06474 05I012Z 
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ACTION OES-06 

INFO OCT-OI 10-13 ISO-00 ACDA-10 CIAE-00 INR-07 L-03 

NSAE-00 NSC-05 EB-07 NRC-07 DODE-00 FEA-01 /060 W 

015330 

R 050928Z AUG 76 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 7906 
INFO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 

UNCLAS IAEA VIENNA 6474 

DEPT PASS lO/SCT 

E.O. 11652: N/A 

TAGS: AORG, TECH, IAEA 

SUBJ: IAEA INTL CONFERENCE ON NUCLEAR POWER AND ITS EUEL CYCLE, 
SALZBURG, AUSTRIA, MAY 2-13, 1977 

REE: STATE 191477 

1. RE QUERY REFTEL, AGENCY ADVISES THAT CIRCULAR LETTER WAS 
ALSO SENT TO AIF, IN ADDITION TO MISSION AND ANS. AGENCY WAS 
USING LIST OF ORGANIZATIONS NORMALLY INVITED TO GENERAL 
CONFERENCE AS ITS LIST OF ADDRESSEES (IN ADDITION TO GOVERNMENTS) 
FOR THIS CIRCULAR LETTER. 

2. AGENCY REALIZES ITS MISTAKE IN CASE OF U.S. AND HAS 
EXPRESSED APOLOGIES FOR ANY CONFUSION AND POSSIBLE 
DUPLICATION OF EFFORT CAUSED. 

3. AGENCY IS PLEASED THAT ERDA INTENDS TO PROVIDE INPUT, 

AS NOTED PARA 1 REFTEL. LABOWITZ 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, NUCLEAR FUELS, GOVERNMENT AGENCIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV06474 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760301-1229 
From: IAEA VIENNA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760881/aaaactld.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 191477 
Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 APR 2004 by ReddocGW>; APPROVED <07 JAN 2005 by SmithRJ> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA INTL CONFERENCE ON NUCLEAR POWER AND ITS FUEL CYCLE, SALZBURG, AUSTRIA, MAY 2-13, 1977 
TAGS: AORG, TECH, OCON, IAEA 
To: STATE 
Type: TE 
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